ABSTRACT OF OOCUMEMT lEIHfl CROSS FILEO 


CROSS FILEO BY 


FIUE NO. 

16 - 7 - 62-76 

SUBJECT 


t ) 3101 
FJB-I364 

m *mi 


DATE OF DOCUMENT 

8 July 1955 


ANALYST 

C- 




Interview of Chinese Nationalist Foreign Minister 
with OGATA Taketora 

POVTINEHT INFORMATION 

Cable firom C } 

Source: An African observer (B); from a leader of 
the Liberal Party (F) 

Date of Info: jSarly July 1955 


31 Oct 1955 


.Evaluation: B-F-2 


THE FOLLOWING INFORMATION IS TAKEN VERBATIM FROM 
THE DISSEMINATION dated H July 1955 

1 # At an interview with Liberal Party President OGATA Taketora about 3 July 
1955, the Chinese Nationalist Foreign Minister George YEN, who was visiting 
Japan, stated that the Chinese Nationalists were preparing to send a lauge 
delegation to .Washington to engage in public relations and advised the 
Japanese to do the same. 1EH cited the British as a model for such activity j 
claiming that they had about 500 publicity men in .Washington in addition to 
the Bnbassy staff. 

2. YKJ also told OGATA that while in Washington he had got assurances for 
the U;3. Government that it would maintain the status quo in the Taiwan area 
indefinitely. 
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